Trump Almost Died of Covid When Infected Last Year 
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It is not surprise that a person like Donald Trump, with his diet, age and schedule, was a proper case for 
death if he got Covid. But it appears that when he contracted the virus last year, it was actually much worse 
than the public was led to believe. 


President Donald J. Trump was sicker with Covid-19 in October than publicly acknowledged at the 
time, with extremely depressed blood oxygen levels at one point and a lung problem associated with 
pneumonia caused by the coronavirus, according to four people familiar with his condition. His 
prognosis became so worrisome before he was taken to Walter Reed National Military Medical Center 
that officials believed he would need to be put on a ventilator, two of the people familiar with his 
condition said. A person close to the former president denied that he had been seriously ill, echoing 
comments Mr. Trump himself made after he was sick. 
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What stage of grief is denial again? Because | seem to recall that this was the same president who called it 
hoax for a whole year. Well, turns out we could’ve been spared a second impeachment. Funny that, isn’t it: 
Covid locks down the entire world but can’t get rid of agent orange. 
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